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UNCLASSIFIED 

PAGE 01 TOKYO 03786 220945Z 
53 

ACTION AEC- 11 

INFO OCT-01 EA-11 ISO-OO ACDA-19 CIAE-00 INR-10 IO-14 L-03 

NSAE-00 NSC-07 RSC-01 SCI-06 FEA-02 DRC-01 /086 W 

052412 

R 220901Z MAR 74 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 0756 

UNCLAS TOKYO 3786 

DEPT PASS AEC FOR HOYLE 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: URANIUM ENRICHING SERVICES CONTRACTS 
REF: TOKYO 2947 

1. ITO OF MARUBENI, WHO WILL ACCOMPANY CHUGOKU OFFICIALS AT APRIL 2 
MEETING, PLANS ARRIVE WASHNGTON ABOUT MARCH 27. WILL CONTACT YOUR 
OFFICE RE PRELIMINARY DISCUSSIONS ONCONTRACT LANGUAGE PRIOR TO 
APRIL 2 MEETIMG. 

2. CONCERN ON CONTRACT LANGUAGE RELATEST TO CHANGES REQUIRED BY USE 
OF ADVANCED SALE MATERIAL FOR PART OF FIRST CORE. MARUBENI'S NEW 
YORK OFFICE CLAIMS THAT AEC HAS ADVISED THAT ONLY DOWN PAYMENT AR- 
TICLE NEED BE REVISED. HOWEVER, BASED ON PREVIUS CONTRACTS INVOLV- 
ING ADVANCE SALE MATERIAL, IT APPEARS THAT ARTICLE H.3A.(1) 

AND (2) AND ARTICLE IX.3 MAY ALSO NEED REVISION. PLEASE ADVISE. 

SHOESMITH 
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